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SOME SYNONYMIC CORRECTIONS OF THAI BUPRESTIDAE. 

By 0. Tongyai 

Iii Sty lops 4\ 141-148, 1935, the author lias described a new 
genus of Buprestidae, including two new species belonging to this 
genus. Unfortunately these two insects have to he placed as aynony- 
sees of Mr, Edward Saunders' already described species. Therefore 
the author wishes to make a correction in order bo clarify his error, 
and he hopes that Ids colleagues will excuse this mistake, 

Ghahriia ruficolla Tongyai, 1935, Sty lops 4: 142 has been 
described by E. Saunders, I860, Trans, Ent, Soc, Lond. 5: 312, pi 21, 
L 6, as Coraebus aurof&sciatua which later become a Melibaeus; but, 
due to the existence of the epistemal grooves for resting the 
antennae, this insect should he placed under the genus GhakrUa as 
G ha hr i i a tmrofasc ia ta S a irn d .* (g en o ty pe). 

G haler Ha praehodh ipokti Tongyai, 1935, Sty lops 4‘ 142 be¬ 
comes a synonym of Melibaeus eupreomarginatus Saunders; but, also 
since it possesses antennal grooves on tfie side of the episterna, this 
insect should he placed in the genus Ghahriia. 

In June 1936 the author collected a large series of Buprestidae 
of the genus Philanthaxia in the district of Ohiangmai, Northern 
Thailand (Siam), Many of these were caught in copula. After having 
identified these insects, it was found that all the females in copula were 
Philanthaxia purpuriceps Samid, and all the females were Philantha- 
xia rufiinarginata Saund. This gives fairly good evidence to support 
the suspicion of Mon* Andre Thery, that these tw j o species might be 
but male and female of the same species; therefore the author wishes 
to designate Philanthaxia purpuriceps Saund. a synonym of Philan¬ 
thaxia rufomarginata Saund., because the latter precedes the former 
in the original publication in Trans. Ent, Sue, Loud, o : 308-309, I860. 










